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U. S. Highway 66 . . . West Entrance of 
GALLOP, NEW MEXICO 

45 Large, Air Conditioned, Luxurious Sleeping Rooms, Tiled 
Baths. Combination Tub and Shower . . . Finest Indian Motif 
Furnishings ... 30 x 60 Filtered and Heated Swimming 
Pool . . . Excellent Restaurant, THE RANCH KITCHEN next 
door. TV and Telephone in Every Room . . . Room Service. 
Diners’ Club . . . Telephone UN 3-3888. ^ 
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